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ENISTRATIVE INSTRUCTIONS AMENDING AUTHORTZATION OF THE SHIPMENT OF 
MOITS ABD VSGETAGLES FROM HAWALI TO iB MAINLAND SUDJECT TO FuMdGATION 
TH METHYL BROMIDE UNDER SUPERVISION 


r te the authority contained in the first proviso of Section 
/ papter JII, Title 7, Code of Feders) Reguletionsa (regulation 
bevtles GBd régulations supplements) to Notice of ~uerantine No, 
; of the Mediterreseen fruitfiy and melonfly in Heweii) 
pis hereby made, effective tugust 1, 1940, for the certification 
papayes, bell peppers, bitter melon, cucumbers, sumar squash, 
» Gnd tometoes for movement fros th: Territory of Hawail inte 
Pp amy State, Territory, or Dietrict of the United States, when 
ibed fumigetion with methyl browide te applied in Hawaii at 
designated for thie purpose by the United Stetes Department of 
Gnd under the Gupervieion of the inspectors of the Buresu 
y and Plant Quarartine. Any fruits or vegetables treated 
under the provisions of these instructions are so handled 
Of the shipper, and no Jisbiiity shall attach to the United 
partes of Agriculture or to any officer or representative of 
; tent in the event of injury resilting to the fruits and vege- 
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‘ed fumigat io ipwént .-Fumigation must be performed in & 
e © chamber shall be lined with sheet 
Losked anc\ soldered seams, and fitted vith s tight metal- 


ich o Sgainst gaskets so that it is gasticht at 

ater pressures, The fumigation chamber shall be 

with e [or type fan having & capacity of at leest one-third 

eetmue ef the weem per minute for etirring the cas mixture in the 

Or, A method/for ventilating the fumication chamber and removing 

) from Bhe.comodity after fumigation shall aleo be pro- 

| The fumicétion equipment and method of application of the fumi- 
1 be sav ory to the inspector charged by the Department 

. of the treatment, 


i rum! ation.—The commodity to be treated shall be stacked 
x 1m & manner satisfactory to the supervising inspector and 
| fe period of 3} hours at a dosage of 2 pounds of methyl bro 
> 1, feet, including the epace occupied by the cownodity, 
b of the commodity within the fumimtion chamber shall not 
°F. throughout the period of fumigation. Throughout the 
f Peferred to above shall be operated. After the fumigation 
: let 16 the commodity whall be ventilated by drawing freah att 
load for @ period of at least 20 minutes. 


is a gas at ordinery temperatures. It ig 

less in concentrations used for fumigatiet 

(and the operator should, as & measure of salty, 
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